82      DOCKETED ITEMS

9005210046 Forwards "TMI-1 Reactor Bldg 15-Yr Tendon Surveillance (Insp Period 5)"
Technical Rept 069.Evaluations conclude that test & insp results demonstrate TMI-1
reactor bldg post- tensioning sys in good condition.

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 90/05/11. Document
Control Branch (Document Control Desk). 1p. 53868:251-53870:261.

-9005210047 Rev 0 to "TMM Reactor Bldg 15-Yr Tendon Surveillance (Insp Period
5)."

GOTTHARD.M. General Public Utilities Corp. - GPU Service Corp. TR 069 ROO. 90/
05/02. 730pp. 53868:252-53870:261.

9005220204 Responds to violations noted in Insp  Rept 50-289/89-82. Corrective
actions:periodic insp program established utilizing checklist for stored equipment & ex-
isting tool rooms will be purged of controlled or unneeded matls.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 90/05/15. Document
Control Branch (Document Control Desk). 3pp. 53879:338-53879:340.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp, 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005040017 "1989 Annual Radiological Environ Monitoring Rept for TMI." W/900430
Itr.

FIEDLER,P.B.   Genera!   Public   Utilities  Corp.   -   GPU   Service   Corp.   89/12/31.
MARTIN.T.T. Region 1, Ofc of the Director. 198pp. 53725:152-53725:349.

9005040071 "10CFR50.59 Rept for 1989." W/900426 Itr.

HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 89/12/31. 20pp.
53726:055-53726:074.

9004260200 "Monitoring Around TMI Stations for 900114-0203." No alarm reading oc-
curred during reporting period.W/900312 Itr.

BAKER.D.M. Three Mile Island Citizen's Monitoring Network. 90/02/03. PASCIAK.W.
Region 1, Ofc of the Director. 16pp. 53615:189-53615:204.

9005180179 Monthly operating rept for Apr 1990 for TMM.W/900514 Itr.
SMYTH.C.W., HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 90/04/
30. 7pp. 53860:144-53860:150.

9005140007 Forwards plant citizens monitoring network rept covering period 900422-
28.No unusual amounts recorded during reporting period.

BAKER.D.M. Three Mile Island Citizen's Monitoring Network. 90/05/04. Document
Control Branch (Document Control Desk). 2pp. 53830:006-53830:009.

9005140031 Forwards semiannual update of projects listed in Categories A,B & C of
long-range planning program integrated schedule.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 90/05/04. Document
Control Branch (Document Control Desk). 18pp. 53815:298-53815:315.

S. Reportable occurrences, LERs & related correspondence

9005170078 Summary of 900420 meeting w/util & B&W Owners Group in Rockville.MD
re fouling of TMI-1 once-through steam generators by corrosion products introduced
by secondary coolant sys.Attendee fist & handouts encl.

HERNAN.R.W.  Project  Directorate I-4.  90/05/10.  Project  Directorate  I-4.  41pp.
53855:196-53855:236.

V. Operator Examinations

9005160159 Advises that reactor operator & senior reactor operator operating exams
scheduled for 90071 S.Ref matl.listed on encl.should be provided by 900604.
ESELGROTH,P.W. Region 1, Ofc of the Director. 90/05/09. HUKILL.H.D. General
Public Utilities Corp. - GPU Service Corp. 5pp. 53852:001-53852:005.

DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9004300284 Forwards Safety Insp Rept 50-293/90-08 on 900326-29.No violations
noted.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/11. B!RD,R.G. Boston Edison
Co. 2pp. 53664:201-53664:211.

-9004300289 Insp Rept 50-293/90-08 on 900326-29.No violations noted. Major areas
inspected:changes       to       emergency       preparedness       program.emergency
facilities.equipmentinstrumentation & supplies & organization & mgt control.
CONKUN.C., LAZARUS,W. Region 1, Ofc of the Director. 90/04/11. 9pp. 53664:203-
53664:211.

9004270262 Revised EPIPsjncluding Rev 1 to EP-IP-500, "Emergency Medical Treat-
ment" & Rev 1 to EP-IP-501, "Transport of Contaminated Injured Personnel." W/
900419 Itr.
WELL.C.K., BIRD.R.G. Boston Edison Co. 90/04/19. 25pp. 53652:172-53652:196.

9005220314 Advises that 891020 Rev 6 to facility contingency plan consistent w/provi-
sions of 10CFR50.54(p) & acceptable.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/05/10. BIRD.R.G. Boston Edison
Co. 3pp. 53892:329-53892:331.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOWJ.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300007 Forwards Amend 129 to License DPR-35 & safety evaluation. Amend re-
vises Tech Specs to correct APRM upscale control rod block in startup & refuel
modes & surveillance requirements for max fraction of limiting power density.
FAIRTILE.M.B. Project Directorate I-3. 90/04/18. BIRD.R.G. Boston Edison Co. 5pp.
53656:217-53656:236.

-9004300013 Amend 129 to License DPR-35,revising Tech Specs to correct setpoint
for APRM upscale control rod block in startup & refuel mode & limiting condition for
operation & surveillance requirements for limiting power density.
WESSMAN.R.H. Project Directorate I-3. 90/04/18. 10pp. 53656:222-53656:231.

-9004300014 Safety evaluation supporting Amend 129 to License DPR-35.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/18. 5pp.
53656:232-53656:236.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005040324 Forwards safety evaluation accepting licensee 880804 & 890619 re-
sponses to Generic Ltr 88-01, "NRC Position on IGSCC in BWR Austenitic Stainless
Steel Piping."

EATON.R.B. Project Directorate I-3. 90/04/26. BIRD.R.G. Boston Edison Co. 3pp.
53737:246-53737:299.

-9005040341 Safety evaluation supporting licensee responses to Generic Ltr 88-01,
"NRC Position on IGSCC in BWR Austenitic Stainless Steel Piping."

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/26. 3pp.
53737:249-53737:251.

-8908110321 Final "Technical Evaluation Rept on Response from Boston Edison to
Generic Ltr 88-01 Pertaining to Pilgrim Nuclear Power Station."
BATES.R.C. Viking Systems International. NRC-03-87-028. 89/07/31. NRC - No De-
tailed Affiliation Given. 48pp. 53737:252-53737:299.

9005030167 Advises that util 890710 response to Generic Ltr 89-06.on SPDS.meets
NUREG-0737,Suppl 1 requirements.NRC should be informed if proposed date for
SPDS full implementation incorrect or revised.

EATON.R.B. Project Directorate I-3. 90/04/30. BIRD.R.G. Boston Edison Co. 3pp.
53705:098-53705:100.

9005070256 Discusses incorrect statements discovered in 890927 exemption to App J
re containment integrated leak rate tests.per 900314 Itr.Errors do not affect basis for
exemption & exemption still effective.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 90/05/01. BIRD.R.G.
Boston Edison Co. 3pp. 53777:037-53777:039.

9005080006 Advises that scheduled completion of SPDS human factors validation ac-
tivities scheduled for 900630 & sys availability test by 900731.
BIRDfR.G. Boston Edison Co. 90/05/01. Document Control Branch (Document Con-
trol Desk). 1p. 53768:357-53768:357.

9005230198 Forwards agenda for NRC Region I Radiation Protection Managers Confer-
ence   on   900523-24   in   King   of   Prussia.PA.   Agenda   items   include.exposure
controls.radiological consequences of unexpected crud bursts & prenatal exposure.
KNAPP.M.R. Region 1, Ofc of the Director. 90/05/02. BIRD.R.G. Boston Edison Co.
6pp. 53907:174-53907:179.

9005150308 Forwards response to Generic Ltr 89-19, "Request for Action Related to
Resolution of USI A-47, 'Safety Implication of Control Sys in LWR Nuclear Power
Plants.'" Reactor feedwater pump trip sys for water overfill protection adequate.
DAVIS.G.W. Boston Edison Co. 90/05/04. Document Control Branch (Document Con-
trol Desk). 5pp. 53825:350-53825:354.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005250084 Advises that util 900402 response to Generic Ltr 89-13, "Svc Water Sys
Problems Affecting Safety-Related Equipment," acceptable.

EATON.R. Project Directorate I-3. 90/05/17. BIRD.R.G. Boston Edison Co. 2pp.
53924:358-53924:359.

Q. Inspection reports, IE Bulletins & correspondence

9004300284 Forwards Safety Insp Rept 50-293/90-08 on 900326-29.NO violations
noted.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/11. BIRD.R.G. Boston Edison
Co. 2pp. 53664:201-53664:211.-289/90-09 on 900404-06.NO violatic
